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13 December 1955 


MEMORANDUM FORs 
SUBJECT • 


Contracting Officer 


Specification of 9j" Continuous Printer Printing Drum. 


25X1 A 


25X1 A 


were furn^h ° ^ fication f ^ the continuous printer printing drum 

ber 1955 SAPC 2QB Q fastman Kodak in the letter of 2 Decenu 

955t SAPC - 2 -39, as requested in previous telephone conversation, 

feasibIlit!j e orSi e ^f SCUSSi T wre initiated to determine the 
from ^ I providing a protective edge on duplicate material 

from the B and 0 cameras. This edge is still desirable w 
^ens.ons provided b y [ | indicate a possible loss of SL e 

indicate^thr^^Ki 1011 -. 01, duplicate material. The attached sketch 
indicates the possible loss of image which may occur. The loss of 

"5 ££££.?“ to be ve ^ serl0 “ s ” a should be 


3' is recommended that Eastman Kodak be contacted to 

as t? n insnr. e t^ eaSi + il j: ty ° f altering the Panting equipment so 
n ° t T ret f tlon of image area of the negatives 

from the B and C configurations. 
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Attachment j 

Sketch a/s in para 2, 

Distribution • 

Addressee 
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Flange 
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Possible maxo ] 

image loss ’ 


-Average Paper - 9 <>367* 
-Average Film - 9o^65 n ~ 


SAPC - 2785 


-Average Flange Spacing - 9o498" 


(Film Separator) 


.Areas of possible permanent image 
loss on duplicate materials 0 


) x 2 X * 509® * Possible loss of coverage in duplicate 
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